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BILL NO. R-79-11- _ 

RESOLUTION NO. R- 

A RESOLUTION RECOMMENDING STUDY OF 
REMOVAL OF LIME SLUDGE AND SILT 
BUILD UP ADJACENT TO THE FILTRATION 
PLANT AND NEAR THE CONFLUENCE OF 
ST. MARY'S AND MAUMEE RIVER. 

WHEREAS, there exist large deposits of lime sludge, and 
silt build up in the river beds at and near the Fort Wayne 
Filtration Plant and at the confluence of the St. Mary's River 
with the Maumee River in the City of Fort Wayne,Indiana; and, 
WHEREAS, Sand Bag Coalition, a group of citizens of the 
City of Fort Wayne, Indiana has proposed removal of said lime 
sludge and silt build up at and near the confluence of the said 
rivers in order to reduce flooding by deepening said rivers 
and increasing the amount and rapidity of flow of water; and, 
WHEREAS, others contend that dredging the rivers is only 
one factor in the continuing flood control controversy, said 
other claimed factors being the expansion of dikes along the 
rivers and development of a river bank park system along 
the waterways to reduce the flooding; and, 

WHEREAS,"it appears that at least dredging the rivers 
and removing therefrom lime and other sludge at the Fort^Wayne 
Filtration Plant and near the confluence of the St. Mary's 
River with the Maumee River merits consideration. 

NOW THEREFORE BE IT RESOLVED BY THE COMMON COUNCIL OF THE 
CITY OF FORT WAYNE: 

That immediate steps be taken to commence a study 
of the dredging of the lime sludge and other sludge 
from said St. Mary's River at least from the Spy 
Run Avenue Bridge east to the confluence of said 
St. Mary's river with the Maumee river and that 
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said study project be undertaken with all due 
speed when the level of the river has been lowered 
so that if said dredging is done same shall be 



approved as to form and legality 
:his 26th day of November, 1979. 


yh tC fl. Logan 



.orney for Common Council 
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Read the first time in full and on motion by 

seconded by _, and duly adopted, read the second time' 

by title and referred to the Committee (and the Citv 

Plan Commission for recommendation) and Public Hearing to be held after 
due legal notice, at the Council Chambers, City-County Building, Fort Wayne 

Indiana, on_, the___day of 

___ r 19_, at o'clock M .',E.S.T. 

DATE:_ 

CHARLES W. WESTERMAN 

CITY CLERK 

Read the third time in full and on motion by_ ,cJ> 

seconded by_ CV? _, and duly adopted, placed on its 

passage. PASSED (-EO&T-) by the following vote: 


TOTAL VOTES 

BURNS 

EISBART 

GiaQUINTA 

NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

SCHOMBURG 
STIER 
TALARICO 


DATE: 


AYES NAYS ABSTAINED ABSENT TO-WIT- 
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-A- 

-A- 

-K- 
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Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as (Z O N ING MAP) (GENERAL) (ANNEXATION) (SFEGIAL) 

(ABEROPRIATION) ORDINANCE (RESOLUTION) No. _ 

on the day of _, 19 p c) . 

ATTEST: (SEAL) 

CHARLES W. WESTERMAN - CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 
the__day of 




at the hour of 


Approved and signed by me this 


19 , at the hour of 



WINFIELD C. MOSES, JR. 

MAYOR 



























































































• Read the first time in full and on motion by_, seconded by 

_, and duly adopted, read the second time by title and referred to the 

Committee on_ (and the City Plan Commission for 

recommendation) and Public Hearing to be held after due legal notice, at the Council Chambers, 

City-County Building, Fort Wayne, Indiana, on_, the_day 

of _, 19_, at_o'clock_M. ,E.S.T. 

DATE:_ _ 

CITY CLERK 

Read the third time in full and on motion by_, 

seconded by_, and duly adopted, placed on its passage. 

PASSED (LOST) by the following vote: 

AYES NAYS ABSTAINED ABSENT TQ-WIT: 

TOTAL VOTES _ _ _ _ _ 

BURNS _ _ _ _ _ 

HINGA 

HUNTER _ _ _ _ _ 

MOSES _ _ _ _ __ 

NUCKOLS 

SCHMIDT, D. _ _ _ _ _ 

SCHMIDT. V. _ _ _ _ _ 

STIER 

TALARICO 

DATE:_ _ 

CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(ZONING MAP) (GENERAL) (ANNEXATION) (SPECIAL) (APPROPRIATION) ORDINANCE 

' ' V ’ " 

(RESOLUTION) No. _on the_day of_, 19_... 

ATTEST: (SEAL) 

CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the_ 

d&y of_, 19_, at the hour of_o'clock_M. ,E .S .T . 

CITY CLERK 

Approved and signed by me this_day of_ . _, 19^*., 

at the hour of_o'clock_M . ,E .S .T . 


MAYOR 





























































































R-79-11-59 


REPORT OF THE COMMITTEE ON 


CITY UTILITIES 


WE, YOUR COMMITTEE ON_ CITY UTILITIES _TO WHOM WAS REFERRED AN 

ORDINANCE A RES0LUTI0N RECOMMENDING STUDY OF REMOVAL OF LIME 

SLUDGE AND SILT BUILD UP ADJACENT TO THE FILTRATION PLANT AND NEAR 
THE CONFLUENCE OF ST. MARY'S AND MAUMEE RIVER 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAIB^ORDTr^NCE 



.CHARLES W. WESTERMAN, CITY CLERK 


DAT! 



























R-79-11-59 


your Committee 


REPORT OF THE CQMMITfEE, ON 
Citv Utilities 


CITY UTILITIES 


to whom was referred an Ordinance 


A RESOLUTION RECOMMENDING STUDY OF REMOVAL OF LIME SLUDGE AND 

SILT BUILD UP ADJACENT. TO . THE FILTRATION PLANT AND NEAR THE CONFLUENCE 


OF ST. MARY'S AND MAUMEE RIVER 


have had said Ordinance under consideration and beg leave to report back to the Common 

Council that said Ordinance _ _ PASS. 

PAUL M, BURNS - CHAIRMAN _ . 

SAMUEL J. TALARICO - VICE CHAIRMAN 

VIVIAN G- SCHMIDT 

DONALD J. SCHMIDT 

JAMES S. STIER 
































